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      Seznam zkratek


      2CH dvoudutinová projekce (zobrazení LK a LS) ve vertikální dlouhé ose


      4CH čtyřdutinová projekce (zobrazení obou komor a síní) vhorizontální dlouhé ose


      5G pětigaussová zóna, 0,5 mT (militesla)


      ACM arytmogenní kardiomyopatie


      AIM akutní infarkt myokardu


      Ao aorta, aortální


      AV chlopně atrioventrikulární chlopně


      B-TFE balanced turbo field echo


      BSA povrch těla, body surface area


      CE contrast-enhancement


      CE-MRA contrast-enhancement magnetic resonance angiography


      CMR cardiovascular magnetic resonance


      CRT srdeční resynchronizační terapie, cardiac resynchronisation therapy


      CT počítačová tomografie, computed tomography


      DCM dilatační kardiomyopatie


      DSE dobutaminové zátěžové echo, dobutamin stress echo


      DSK defekt septa komor


      DSMRI dobutaminové zátěžové MRI, dobutamin stress magnetic resonance imaging


      DSS defekt septa síní


      EDV enddiastolický objem


      EF ejekční frakce


      EGE časné sycení gadoliniem, early gadolinium enhancement


      EGEr early gadolinium enhancement ratio


      ECHO echokardiografie


      EKG elektrokardiogram


      EPI echo planar imaging


      FSE fast spin echo (stejné jako TSE)


      ESV endsystolický objem


      FID volný indukční rozpad, free induction decay


      flip angle α úhel překlopení


      FOV zobrazovací pole, field of view


      GE (GRE) gradient echo sekvence


      HCM hypertrofická kardiomyopatie


      ICHS ischemická choroba srdeční


      IM infarkt myokardu


      IR inversion recovery


      KMP kardiomyopatie


      LGE pozdní sycení gadoliniem, late gadolinium enhancement


      LK (LV) levá komora


      LS levá síň


      LVM hmotnost myokardu LK


      LVNC non-kompaktní levá komora, left ventricular noncompaction


      LVOT výtokový trakt levé komory, left ventricular outflow tract


      MIP maximum intenzity projection


      MPR multiplanar reconstruction, multiplanární rekonstrukce


      MPRI index myokardiální perfuzní rezervy, myocardial perfusion reserve index


      MR magnetická rezonance, magnetic resonance


      MRA angiografie pomocí magnetické rezonance, magnetic resonance angiography


      MRI zobrazení pomocí magnetické rezonance, magnetic resonance imaging


      MSCT mnohovrstevné CT, multi-slice computed tomography


      NSF nefrogenní systémová fibróza


      NSS náhlá srdeční smrt
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      PD proton denzitní


      PET pozitronová emisní tomografie
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      PSAX parasternální krátká osa


      raw data surová data, vyžadující další rekonstrukci


      RCM restriktivní kardiomyopatie


      RF radiofrekvenční


      ROA plocha regurgitačního ústí; regurgitant orifice area


      RPA pravá pulmonální arterie, right pulmonary artery


      RVOT výtokový trakt pravé komory, right ventricular outflow tract


      SA krátká osa


      SAR specific absorption rate


      SE spin echo


      SI intenzita signálu, signal intensity


      SPAIR spectral adiabatic inversion recovery


      SPECT jednofotonová emisní výpočetní tomografie, single photon emission computed tomography


      SSFP steady state free precession


      STIR short tau (t) (inversion time) inversion recovery


      SV tepový objem


      T1 podélná relaxační konstanta, longitudinal relaxation rate


      T2 příčná relaxační konstanta, transverse relaxation rate


      TE echo čas, time to echo


      TE ECHO transezofageální echo
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      TI inverzní čas, inversion time
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      VLOT výtokový trakt levé komory vkoronární rovině


      VR volume rendering


      VSV vrozené srdeční vady


      


      

    

  


  
    
      Úvod


      Ačkoliv zobrazení srdce pomocí magnetické rezonance patří ve světě ketablovaným vyšetřovacím metodám, vnašich podmínkách bývá indikováno vzácně. Vyjma arytmogenní kardiomyopatie, kde si MRI srdce vydobylo pevné místo vdoporučených postupech, je toto vyšetření ujiných srdečních patologií včeských odborných publikacích uváděno jen jako vhodné či slibné bez doporučení krutinnímu využití, což je jistě dáno ijeho nepříliš dobrou dostupností na přetížených MR pracovištích. Kardiologové vzhledem kchybějící zkušenosti sMRI srdce volí raději zobrazovací metodu, kterou buď sami ovládají (ECHO), nebo dlouhodobě znají (SPECT). Pro radiology, kteří se vrutinní praxi musí věnovat „celotělovému“ zobrazení, ato nejen pomocí MR, je sporadické provedení MRI srdce nepříliš vyhledávaným vyšetřením pro jeho složitost, nutnost hodnocení idynamických sekvencí atd. Výsledkem obou přístupů je pak poměrně malý počet provedených vyšetření vnaší republice. Snahou naší publikace je seznámit širokou odbornou veřejnost sMRI srdce jako smetodou, která nám otevírá řadu nových diagnostických možností. Nutností pro pochopení celé problematiky je iúvodní seznámení sfyzikálními principy MRI asprincipy vyšetřovacích sekvencí, které jsme se snažili co možná nejvíce zkrátit azjednodušit. Klinická část pak obsahuje bohatou obrazovou dokumentaci pocházející znašeho archivu. Vtextu je používána převážně terminologie firmy Philips, vpříloze uvádíme akronyma ostatních firem. Pevně věříme, že tato rozsahem nevelká publikace bude spouštěcím mechanizmem většího zájmu kardiologické veřejnosti otuto metodu.
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1 Zobrazování pomocí magnetické rezonance

Ouředníček Petr

Magnetická rezonance využívá magnetických vlastností jader atomů určitých prvků vykazujících tzv. spin, který vytváří jejich magnetický moment. Magnetický moment lze charakterizovat velikostí asměrem. Orientace magnetických momentů je náhodná azávisí na teplotě. Pokud jsou jádra umístěna do vnějšího magnetického pole, dojde kčástečnémuuspořádání těchto magnetických momentů, ato paralelně aantiparalelně vzhledem kvnějšímu magnetickému poli. Jejich energie může být změněna díky schopnosti přijímat radiofrekvenční energii atu pak zpětně emitovat při návratu do původního nízkoenergetického stavu (Hende, Morgan, 1984; Philips, 2010; Rummeny, Reimer, Heindel, 2006; Schlichter, 1996; Vlaardingerbroek, Boer, 2003). Tato emitovaná energie ve formě vysokofrekvenčního vlnění může být zachycena, zpracována apřevedena do obrazové informace. Vzhledem kvysokému zastoupení vody vlidském těle pochází valná většina obrazůmagnetické rezonance zvodíkových jader amluvíme pak oprotonové magnetické rezonanci (Hende, Morgan, 1984; Philips, 2010; Schlichter, 1996; Vlaardingerbroek, Boer, 2003). Kontrast vobraze je pak ovlivněn dalšími fyzikálními parametry, jako jsou relaxační děje, pohyb vodíkových jader „in vivo“, chemický posun ajiné (Hende, Morgan, 1984; Philips, 2010).

1.1 Magnetické vlastnosti jader

Jádro, mající elektrický náboj aspin, vytváří svůj magnetický moment (magnetický dipól). Tento magnetický moment (vektor) má svoji velikost asměr (obr. 1.1, obr. 1.2). Dipóly jsou orientovány náhodně. Pokud jsou jádra umístěna do vnějšího statického magnetického pole, dojde kčástečnému uspořádání (tab. 1.1) dipólů podle orientace magnetického pole, ato paralelně nebo antiparalelně vzhledem kvnějšímu magnetickému poli (obr. 1.3).

Celkový příspěvek všech magnetických momentů jednotlivých spinů tvoří vektor magnetizace.

Tento vektor (právě díky spinu jednotlivých jader) vykonává precesní pohyb kolem osy statického magnetického pole (obr. 1.4). Frekvence precesního pohybu je dána Larmorovou rovnicí ω = γ × B0, kde γ charakterizuje magnetické vlastnosti látky (tzv. gyromagnetický poměr) aB0 představuje indukci magnetického pole (obr. 1.5) (Hende, Morgan, 1984; Philips, 2010; Schlichter, 1996; Vlaardingerbroek, Boer, 2003).

Tabulka 1.1 uvádí hodnoty precesní frekvence vzávislosti na indukci statického magnetického pole B0 pro jednotlivá jádra arelativní senzitivitu.
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Obr. 1.1 Stavba atomu aznázornění jádra vody (Philips, 2002, 2003)
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Obr. 1.2 Magnetické vlastnosti protonů jsou dané nábojem arotací (Philips, 2002, 2003)
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Obr. 1.3 Umístěním do vnějšího statického magnetického pole dochází kespinové (anti-) iparalelní orientaci (Philips, 2002, 2003) (obrázek viz též barevná příloha)
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Obr. 1.4 Zjednodušený vektor magnetizace ukazuje na odklonění osy díky rotaci (precesnímu pohybu) (Philips, 2002, 2003)
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Obr. 1.5 Precesní rotace je závislá na indukci magnetického pole ana magnetických vlastnostech látky (Philips, 2002, 2003)





Tab. 1.1 Larmorova precesní frekvence f0 vzávislosti na indukci magnetického pole arelativní senzitivita rezonančních jader vtěle (Philips, 2002, 2003)




	
Jádro


	
F0 (0,5 T)


	
F0 (1,0 T)


	
F0 (1,5 T)


	
Senzitivita





	
1H


	
21,3 MHz


	
42,6 MHz


	
63,8 MHz


	
1,000





	
19F


	
20,0 MHz


	
40,1 MHz


	
60,2 MHz


	
0,830





	
31P


	
8,6 MHz


	
17,2 MHz


	
25,7 MHz


	
0,066





	
23Na


	
5,7 MHz


	
11,3 MHz


	
17,1 MHz


	
0,093





	
13C


	
5,4 MHz


	
10,7 MHz


	
16,1 MHz


	
0,016









Vysláním radiofrekvenční (RF) energie vLarmorově frekvenci pomocí RF pulzu do tkáně umístěné vsilném magnetickém poli B0 dochází kexcitaci spinů do vyššího energetického stavu, což se projeví sklopením vektorů magnetizace od směru magnetického pole (osa Z) (obr. 1.6). Energie RF pulzu určuje tzv. sklápěcí úhel (flip angle) odklonu magnetizace vůči ose Z,např. 90°, 180°. Vyslání RF pulzu je prováděno pomocí vysílací cívky.
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Obr. 1.6 Schematické zobrazení překlopení spinů vlivem 90° RF pulzu pomocí vysílací cívky (Philips, 2002, 2003)

Při aplikaci excitačního 90° RF pulzu vznikne příčná složka magnetizace (transverzální magnetizace) vrovině XY (obr. 1.7). Poté příčná složka magnetizace indukuje RF energii, která se projeví jako střídavý proud vpřijímací cívce (obr. 1.8) (blíže o cívkách vdalší části kapitoly).

Při aplikaci excitačního 90° RF pulzu vznikne příčná složka magnetizace (transverzální magnetizace) vrovině XY (obr. 1.7). Poté příčná složka magnetizace indukuje RF energii, která se projeví jako střídavý proud vpřijímací cívce (obr. 1.8) (blíže ocívkách vdalší části kapitoly).
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Obr. 1.7 Schematické znázornění vektoru magnetizace při 90⁰ RF pulzu vsouřadnicovém systému XYZ (Philips, 2002, 2003)



Při relaxaci spinů (při zpětném návratu systému do energetické rovnováhy) pak můžeme odlišit dva různě rychlé anezávislé děje, ato podélnou relaxaci (spin-mřížková) arelaxaci příčnou (spin-spinová) (Hende, Morgan, 1984; Philips, 2010; Schlichter, 1996; Vlaardingerbroek, Boer, 2003).

1.1.1 Podélná relaxace T1 (spin-mřížková relaxace)

Po aplikaci 90° RF pulzu dojde kvytvoření příčné magnetizace vrovině XY apo přerušení pulzu dochází okamžitě kpostupné relaxaci kpůvodnímu ekvilibriu díky výměně energie sokolní tkání (obr. 1.9). Různé látky se pak odlišují délkou časové konstanty T1 podélné relaxace (viz dále). Rozdíl vrelaxačních časech vytváří základní kontrast vMR obrazu.
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Obr. 1.8 Relaxující spiny emitující RF vlnění. Znázorněno pomocí vektoru magnetizace, který se vrací do původního stavu magnetizace vose Z(Philips, 2002, 2003)
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Obr. 1.9 Schematické zobrazení spin-mřížkové relaxace pomocí vektoru magnetizace azobrazení nárůstu původní magnetizace vose Z(Philips, 2002, 2003)





T1 relaxační čas je časový interval, který uběhne od excitace, dokud podélná magnetizace tkáně nezíská zpět 63 % své původní rovnovážné hodnoty (obr. 1.10). Typická klinická hodnota kolísá mezi desítkami milisekund až sekundami (Philips, 2010, 2011b). T1 relaxační čas je závislý na velikosti magnetického pole B0 aje tím delší, čím je vyšší B0. Volná voda má relativně delší T1 relaxační čas ve srovnání srelaxačním časem T1 ostatních tkání, např. tukem (obr. 1.11). Paramagnetické látky na bázi gadolinia T1 relaxační čas silně zkracují.
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Obr. 1.10 Schematické znázornění rychlosti podélné relaxace různých tkání (schematicky různou barvou), včetně zobrazení odečtení 63 % hodnoty, ajejich konečná kontrastní prezentace vT1 váženém obrazu (Philips, 2002, 2003)



Měření T1 relaxačního času nemůže být prováděno přímo, protože nelze měřit magnetizaci ve směru osy Z. Kvantifikace T1 se většinou provádí sekvencemi, kdy RF pulzy jsou aplikovány srůzně dlouhým opakovacím časem (repetiční čas TR) amohou promítnout rozdíl vpodélné relaxaci do měřící roviny XY (obr. 1.12) (viz spin echo technika).
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Obr. 1.11Rozdíl ve schopnosti relaxace spinů urůzných tkání (schematicky různou barvou) se projeví až po následujícím 90° RF pulzu. Spřibývajícím časem však rozdíl vpodélné relaxaci klesá (Philips, 2002, 2003)
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Obr. 1.12 Rozdíl vkontrastu uT1 váženého obrazu vzávislosti na rozestupu refokusačních pulzů atypické časové parametry pro T1 vážený obraz (viz dále sekvence spinového echa) (Philips, 2002, 2003)
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Obr. 1.13 Znázornění vektorů prezentující různé skupiny spinů orůzné úhlové rychlosti vrovině XY ajejich postupné rozfázování. Generovaný FID (free induction decay) signál klesá včase (Philips, 2002, 2003)





1.1.2 Příčná relaxace T2 (spin-spinová relaxace)

Druhým nezávislým dějem, který nastává současně spodélnou relaxací, je relaxace příčné složky magnetizace. Při aplikaci RF excitačního pulzu dochází kfázové synchronizaci, atím se vytvoří transverzální komponenta magnetizace. Proto je možno naměřit vrovině XY silný signál FID (free induction decay). Díky spin-spinové interakci však dochází ke ztrátě fázové koherence, atím iztrátě transverzální složky magnetizace aMR signálu (obr. 1.13).




T2 relaxační čas je časový interval potřebný na to, aby příčná magnetizace tkáně ztratila 63 % své původní transverzální magnetizace (obr. 1.14) (Hende, Morgan, 1984; Philips, 2010; Schlichter, 1996; Vlaardingerbroek, Boer, 2003).
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1.1.3 Vztahy mezi T1 aT2 relaxacemi


1.2 Generování MR signálu a jeho zpracování
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1.3 Základní sekvence MRI

1.3.1 Sekvence spinového echa
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Obr. 1.21 Schéma pulzní sekvence uSE techniky (Philips, 2002, 2003)
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1.3.2 Sekvence gradientního echa
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1.4 Přístroje magnetické rezonance
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1.5 Typy MR sekvencí používané pro zobrazování srdce








1.5.1 Morfologické zobrazování srdce
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1.5.2 Funkční zobrazování srdce
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1.5.3 Měření akvantifikace toku vhlavních cévách achlopních



1.5.4 Zobrazování perfuze srdce pomocí kontrastní látky







1.5.5 Zobrazování časného apozdního sycení
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1.5.6 Zobrazování koronárního řečiště
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                    GNU GENERAL PUBLIC LICENSE
                       Version 3, 29 June 2007

 Copyright (C) 2007 Free Software Foundation, Inc. <http://fsf.org/>
 Everyone is permitted to copy and distribute verbatim copies
 of this license document, but changing it is not allowed.

                            Preamble

  The GNU General Public License is a free, copyleft license for
software and other kinds of works.

  The licenses for most software and other practical works are designed
to take away your freedom to share and change the works.  By contrast,
the GNU General Public License is intended to guarantee your freedom to
share and change all versions of a program--to make sure it remains free
software for all its users.  We, the Free Software Foundation, use the
GNU General Public License for most of our software; it applies also to
any other work released this way by its authors.  You can apply it to
your programs, too.

  When we speak of free software, we are referring to freedom, not
price.  Our General Public Licenses are designed to make sure that you
have the freedom to distribute copies of free software (and charge for
them if you wish), that you receive source code or can get it if you
want it, that you can change the software or use pieces of it in new
free programs, and that you know you can do these things.

  To protect your rights, we need to prevent others from denying you
these rights or asking you to surrender the rights.  Therefore, you have
certain responsibilities if you distribute copies of the software, or if
you modify it: responsibilities to respect the freedom of others.

  For example, if you distribute copies of such a program, whether
gratis or for a fee, you must pass on to the recipients the same
freedoms that you received.  You must make sure that they, too, receive
or can get the source code.  And you must show them these terms so they
know their rights.

  Developers that use the GNU GPL protect your rights with two steps:
(1) assert copyright on the software, and (2) offer you this License
giving you legal permission to copy, distribute and/or modify it.

  For the developers' and authors' protection, the GPL clearly explains
that there is no warranty for this free software.  For both users' and
authors' sake, the GPL requires that modified versions be marked as
changed, so that their problems will not be attributed erroneously to
authors of previous versions.

  Some devices are designed to deny users access to install or run
modified versions of the software inside them, although the manufacturer
can do so.  This is fundamentally incompatible with the aim of
protecting users' freedom to change the software.  The systematic
pattern of such abuse occurs in the area of products for individuals to
use, which is precisely where it is most unacceptable.  Therefore, we
have designed this version of the GPL to prohibit the practice for those
products.  If such problems arise substantially in other domains, we
stand ready to extend this provision to those domains in future versions
of the GPL, as needed to protect the freedom of users.

  Finally, every program is threatened constantly by software patents.
States should not allow patents to restrict development and use of
software on general-purpose computers, but in those that do, we wish to
avoid the special danger that patents applied to a free program could
make it effectively proprietary.  To prevent this, the GPL assures that
patents cannot be used to render the program non-free.

  The precise terms and conditions for copying, distribution and
modification follow.

                       TERMS AND CONDITIONS

  0. Definitions.

  "This License" refers to version 3 of the GNU General Public License.

  "Copyright" also means copyright-like laws that apply to other kinds of
works, such as semiconductor masks.

  "The Program" refers to any copyrightable work licensed under this
License.  Each licensee is addressed as "you".  "Licensees" and
"recipients" may be individuals or organizations.

  To "modify" a work means to copy from or adapt all or part of the work
in a fashion requiring copyright permission, other than the making of an
exact copy.  The resulting work is called a "modified version" of the
earlier work or a work "based on" the earlier work.

  A "covered work" means either the unmodified Program or a work based
on the Program.

  To "propagate" a work means to do anything with it that, without
permission, would make you directly or secondarily liable for
infringement under applicable copyright law, except executing it on a
computer or modifying a private copy.  Propagation includes copying,
distribution (with or without modification), making available to the
public, and in some countries other activities as well.

  To "convey" a work means any kind of propagation that enables other
parties to make or receive copies.  Mere interaction with a user through
a computer network, with no transfer of a copy, is not conveying.

  An interactive user interface displays "Appropriate Legal Notices"
to the extent that it includes a convenient and prominently visible
feature that (1) displays an appropriate copyright notice, and (2)
tells the user that there is no warranty for the work (except to the
extent that warranties are provided), that licensees may convey the
work under this License, and how to view a copy of this License.  If
the interface presents a list of user commands or options, such as a
menu, a prominent item in the list meets this criterion.

  1. Source Code.

  The "source code" for a work means the preferred form of the work
for making modifications to it.  "Object code" means any non-source
form of a work.

  A "Standard Interface" means an interface that either is an official
standard defined by a recognized standards body, or, in the case of
interfaces specified for a particular programming language, one that
is widely used among developers working in that language.

  The "System Libraries" of an executable work include anything, other
than the work as a whole, that (a) is included in the normal form of
packaging a Major Component, but which is not part of that Major
Component, and (b) serves only to enable use of the work with that
Major Component, or to implement a Standard Interface for which an
implementation is available to the public in source code form.  A
"Major Component", in this context, means a major essential component
(kernel, window system, and so on) of the specific operating system
(if any) on which the executable work runs, or a compiler used to
produce the work, or an object code interpreter used to run it.

  The "Corresponding Source" for a work in object code form means all
the source code needed to generate, install, and (for an executable
work) run the object code and to modify the work, including scripts to
control those activities.  However, it does not include the work's
System Libraries, or general-purpose tools or generally available free
programs which are used unmodified in performing those activities but
which are not part of the work.  For example, Corresponding Source
includes interface definition files associated with source files for
the work, and the source code for shared libraries and dynamically
linked subprograms that the work is specifically designed to require,
such as by intimate data communication or control flow between those
subprograms and other parts of the work.

  The Corresponding Source need not include anything that users
can regenerate automatically from other parts of the Corresponding
Source.

  The Corresponding Source for a work in source code form is that
same work.

  2. Basic Permissions.

  All rights granted under this License are granted for the term of
copyright on the Program, and are irrevocable provided the stated
conditions are met.  This License explicitly affirms your unlimited
permission to run the unmodified Program.  The output from running a
covered work is covered by this License only if the output, given its
content, constitutes a covered work.  This License acknowledges your
rights of fair use or other equivalent, as provided by copyright law.

  You may make, run and propagate covered works that you do not
convey, without conditions so long as your license otherwise remains
in force.  You may convey covered works to others for the sole purpose
of having them make modifications exclusively for you, or provide you
with facilities for running those works, provided that you comply with
the terms of this License in conveying all material for which you do
not control copyright.  Those thus making or running the covered works
for you must do so exclusively on your behalf, under your direction
and control, on terms that prohibit them from making any copies of
your copyrighted material outside their relationship with you.

  Conveying under any other circumstances is permitted solely under
the conditions stated below.  Sublicensing is not allowed; section 10
makes it unnecessary.

  3. Protecting Users' Legal Rights From Anti-Circumvention Law.

  No covered work shall be deemed part of an effective technological
measure under any applicable law fulfilling obligations under article
11 of the WIPO copyright treaty adopted on 20 December 1996, or
similar laws prohibiting or restricting circumvention of such
measures.

  When you convey a covered work, you waive any legal power to forbid
circumvention of technological measures to the extent such circumvention
is effected by exercising rights under this License with respect to
the covered work, and you disclaim any intention to limit operation or
modification of the work as a means of enforcing, against the work's
users, your or third parties' legal rights to forbid circumvention of
technological measures.

  4. Conveying Verbatim Copies.

  You may convey verbatim copies of the Program's source code as you
receive it, in any medium, provided that you conspicuously and
appropriately publish on each copy an appropriate copyright notice;
keep intact all notices stating that this License and any
non-permissive terms added in accord with section 7 apply to the code;
keep intact all notices of the absence of any warranty; and give all
recipients a copy of this License along with the Program.

  You may charge any price or no price for each copy that you convey,
and you may offer support or warranty protection for a fee.

  5. Conveying Modified Source Versions.

  You may convey a work based on the Program, or the modifications to
produce it from the Program, in the form of source code under the
terms of section 4, provided that you also meet all of these conditions:

    a) The work must carry prominent notices stating that you modified
    it, and giving a relevant date.

    b) The work must carry prominent notices stating that it is
    released under this License and any conditions added under section
    7.  This requirement modifies the requirement in section 4 to
    "keep intact all notices".

    c) You must license the entire work, as a whole, under this
    License to anyone who comes into possession of a copy.  This
    License will therefore apply, along with any applicable section 7
    additional terms, to the whole of the work, and all its parts,
    regardless of how they are packaged.  This License gives no
    permission to license the work in any other way, but it does not
    invalidate such permission if you have separately received it.

    d) If the work has interactive user interfaces, each must display
    Appropriate Legal Notices; however, if the Program has interactive
    interfaces that do not display Appropriate Legal Notices, your
    work need not make them do so.

  A compilation of a covered work with other separate and independent
works, which are not by their nature extensions of the covered work,
and which are not combined with it such as to form a larger program,
in or on a volume of a storage or distribution medium, is called an
"aggregate" if the compilation and its resulting copyright are not
used to limit the access or legal rights of the compilation's users
beyond what the individual works permit.  Inclusion of a covered work
in an aggregate does not cause this License to apply to the other
parts of the aggregate.

  6. Conveying Non-Source Forms.

  You may convey a covered work in object code form under the terms
of sections 4 and 5, provided that you also convey the
machine-readable Corresponding Source under the terms of this License,
in one of these ways:

    a) Convey the object code in, or embodied in, a physical product
    (including a physical distribution medium), accompanied by the
    Corresponding Source fixed on a durable physical medium
    customarily used for software interchange.

    b) Convey the object code in, or embodied in, a physical product
    (including a physical distribution medium), accompanied by a
    written offer, valid for at least three years and valid for as
    long as you offer spare parts or customer support for that product
    model, to give anyone who possesses the object code either (1) a
    copy of the Corresponding Source for all the software in the
    product that is covered by this License, on a durable physical
    medium customarily used for software interchange, for a price no
    more than your reasonable cost of physically performing this
    conveying of source, or (2) access to copy the
    Corresponding Source from a network server at no charge.

    c) Convey individual copies of the object code with a copy of the
    written offer to provide the Corresponding Source.  This
    alternative is allowed only occasionally and noncommercially, and
    only if you received the object code with such an offer, in accord
    with subsection 6b.

    d) Convey the object code by offering access from a designated
    place (gratis or for a charge), and offer equivalent access to the
    Corresponding Source in the same way through the same place at no
    further charge.  You need not require recipients to copy the
    Corresponding Source along with the object code.  If the place to
    copy the object code is a network server, the Corresponding Source
    may be on a different server (operated by you or a third party)
    that supports equivalent copying facilities, provided you maintain
    clear directions next to the object code saying where to find the
    Corresponding Source.  Regardless of what server hosts the
    Corresponding Source, you remain obligated to ensure that it is
    available for as long as needed to satisfy these requirements.

    e) Convey the object code using peer-to-peer transmission, provided
    you inform other peers where the object code and Corresponding
    Source of the work are being offered to the general public at no
    charge under subsection 6d.

  A separable portion of the object code, whose source code is excluded
from the Corresponding Source as a System Library, need not be
included in conveying the object code work.

  A "User Product" is either (1) a "consumer product", which means any
tangible personal property which is normally used for personal, family,
or household purposes, or (2) anything designed or sold for incorporation
into a dwelling.  In determining whether a product is a consumer product,
doubtful cases shall be resolved in favor of coverage.  For a particular
product received by a particular user, "normally used" refers to a
typical or common use of that class of product, regardless of the status
of the particular user or of the way in which the particular user
actually uses, or expects or is expected to use, the product.  A product
is a consumer product regardless of whether the product has substantial
commercial, industrial or non-consumer uses, unless such uses represent
the only significant mode of use of the product.

  "Installation Information" for a User Product means any methods,
procedures, authorization keys, or other information required to install
and execute modified versions of a covered work in that User Product from
a modified version of its Corresponding Source.  The information must
suffice to ensure that the continued functioning of the modified object
code is in no case prevented or interfered with solely because
modification has been made.

  If you convey an object code work under this section in, or with, or
specifically for use in, a User Product, and the conveying occurs as
part of a transaction in which the right of possession and use of the
User Product is transferred to the recipient in perpetuity or for a
fixed term (regardless of how the transaction is characterized), the
Corresponding Source conveyed under this section must be accompanied
by the Installation Information.  But this requirement does not apply
if neither you nor any third party retains the ability to install
modified object code on the User Product (for example, the work has
been installed in ROM).

  The requirement to provide Installation Information does not include a
requirement to continue to provide support service, warranty, or updates
for a work that has been modified or installed by the recipient, or for
the User Product in which it has been modified or installed.  Access to a
network may be denied when the modification itself materially and
adversely affects the operation of the network or violates the rules and
protocols for communication across the network.

  Corresponding Source conveyed, and Installation Information provided,
in accord with this section must be in a format that is publicly
documented (and with an implementation available to the public in
source code form), and must require no special password or key for
unpacking, reading or copying.

  7. Additional Terms.

  "Additional permissions" are terms that supplement the terms of this
License by making exceptions from one or more of its conditions.
Additional permissions that are applicable to the entire Program shall
be treated as though they were included in this License, to the extent
that they are valid under applicable law.  If additional permissions
apply only to part of the Program, that part may be used separately
under those permissions, but the entire Program remains governed by
this License without regard to the additional permissions.

  When you convey a copy of a covered work, you may at your option
remove any additional permissions from that copy, or from any part of
it.  (Additional permissions may be written to require their own
removal in certain cases when you modify the work.)  You may place
additional permissions on material, added by you to a covered work,
for which you have or can give appropriate copyright permission.

  Notwithstanding any other provision of this License, for material you
add to a covered work, you may (if authorized by the copyright holders of
that material) supplement the terms of this License with terms:

    a) Disclaiming warranty or limiting liability differently from the
    terms of sections 15 and 16 of this License; or

    b) Requiring preservation of specified reasonable legal notices or
    author attributions in that material or in the Appropriate Legal
    Notices displayed by works containing it; or

    c) Prohibiting misrepresentation of the origin of that material, or
    requiring that modified versions of such material be marked in
    reasonable ways as different from the original version; or

    d) Limiting the use for publicity purposes of names of licensors or
    authors of the material; or

    e) Declining to grant rights under trademark law for use of some
    trade names, trademarks, or service marks; or

    f) Requiring indemnification of licensors and authors of that
    material by anyone who conveys the material (or modified versions of
    it) with contractual assumptions of liability to the recipient, for
    any liability that these contractual assumptions directly impose on
    those licensors and authors.

  All other non-permissive additional terms are considered "further
restrictions" within the meaning of section 10.  If the Program as you
received it, or any part of it, contains a notice stating that it is
governed by this License along with a term that is a further
restriction, you may remove that term.  If a license document contains
a further restriction but permits relicensing or conveying under this
License, you may add to a covered work material governed by the terms
of that license document, provided that the further restriction does
not survive such relicensing or conveying.

  If you add terms to a covered work in accord with this section, you
must place, in the relevant source files, a statement of the
additional terms that apply to those files, or a notice indicating
where to find the applicable terms.

  Additional terms, permissive or non-permissive, may be stated in the
form of a separately written license, or stated as exceptions;
the above requirements apply either way.

  8. Termination.

  You may not propagate or modify a covered work except as expressly
provided under this License.  Any attempt otherwise to propagate or
modify it is void, and will automatically terminate your rights under
this License (including any patent licenses granted under the third
paragraph of section 11).

  However, if you cease all violation of this License, then your
license from a particular copyright holder is reinstated (a)
provisionally, unless and until the copyright holder explicitly and
finally terminates your license, and (b) permanently, if the copyright
holder fails to notify you of the violation by some reasonable means
prior to 60 days after the cessation.

  Moreover, your license from a particular copyright holder is
reinstated permanently if the copyright holder notifies you of the
violation by some reasonable means, this is the first time you have
received notice of violation of this License (for any work) from that
copyright holder, and you cure the violation prior to 30 days after
your receipt of the notice.

  Termination of your rights under this section does not terminate the
licenses of parties who have received copies or rights from you under
this License.  If your rights have been terminated and not permanently
reinstated, you do not qualify to receive new licenses for the same
material under section 10.

  9. Acceptance Not Required for Having Copies.

  You are not required to accept this License in order to receive or
run a copy of the Program.  Ancillary propagation of a covered work
occurring solely as a consequence of using peer-to-peer transmission
to receive a copy likewise does not require acceptance.  However,
nothing other than this License grants you permission to propagate or
modify any covered work.  These actions infringe copyright if you do
not accept this License.  Therefore, by modifying or propagating a
covered work, you indicate your acceptance of this License to do so.

  10. Automatic Licensing of Downstream Recipients.

  Each time you convey a covered work, the recipient automatically
receives a license from the original licensors, to run, modify and
propagate that work, subject to this License.  You are not responsible
for enforcing compliance by third parties with this License.

  An "entity transaction" is a transaction transferring control of an
organization, or substantially all assets of one, or subdividing an
organization, or merging organizations.  If propagation of a covered
work results from an entity transaction, each party to that
transaction who receives a copy of the work also receives whatever
licenses to the work the party's predecessor in interest had or could
give under the previous paragraph, plus a right to possession of the
Corresponding Source of the work from the predecessor in interest, if
the predecessor has it or can get it with reasonable efforts.

  You may not impose any further restrictions on the exercise of the
rights granted or affirmed under this License.  For example, you may
not impose a license fee, royalty, or other charge for exercise of
rights granted under this License, and you may not initiate litigation
(including a cross-claim or counterclaim in a lawsuit) alleging that
any patent claim is infringed by making, using, selling, offering for
sale, or importing the Program or any portion of it.

  11. Patents.

  A "contributor" is a copyright holder who authorizes use under this
License of the Program or a work on which the Program is based.  The
work thus licensed is called the contributor's "contributor version".

  A contributor's "essential patent claims" are all patent claims
owned or controlled by the contributor, whether already acquired or
hereafter acquired, that would be infringed by some manner, permitted
by this License, of making, using, or selling its contributor version,
but do not include claims that would be infringed only as a
consequence of further modification of the contributor version.  For
purposes of this definition, "control" includes the right to grant
patent sublicenses in a manner consistent with the requirements of
this License.

  Each contributor grants you a non-exclusive, worldwide, royalty-free
patent license under the contributor's essential patent claims, to
make, use, sell, offer for sale, import and otherwise run, modify and
propagate the contents of its contributor version.

  In the following three paragraphs, a "patent license" is any express
agreement or commitment, however denominated, not to enforce a patent
(such as an express permission to practice a patent or covenant not to
sue for patent infringement).  To "grant" such a patent license to a
party means to make such an agreement or commitment not to enforce a
patent against the party.

  If you convey a covered work, knowingly relying on a patent license,
and the Corresponding Source of the work is not available for anyone
to copy, free of charge and under the terms of this License, through a
publicly available network server or other readily accessible means,
then you must either (1) cause the Corresponding Source to be so
available, or (2) arrange to deprive yourself of the benefit of the
patent license for this particular work, or (3) arrange, in a manner
consistent with the requirements of this License, to extend the patent
license to downstream recipients.  "Knowingly relying" means you have
actual knowledge that, but for the patent license, your conveying the
covered work in a country, or your recipient's use of the covered work
in a country, would infringe one or more identifiable patents in that
country that you have reason to believe are valid.

  If, pursuant to or in connection with a single transaction or
arrangement, you convey, or propagate by procuring conveyance of, a
covered work, and grant a patent license to some of the parties
receiving the covered work authorizing them to use, propagate, modify
or convey a specific copy of the covered work, then the patent license
you grant is automatically extended to all recipients of the covered
work and works based on it.

  A patent license is "discriminatory" if it does not include within
the scope of its coverage, prohibits the exercise of, or is
conditioned on the non-exercise of one or more of the rights that are
specifically granted under this License.  You may not convey a covered
work if you are a party to an arrangement with a third party that is
in the business of distributing software, under which you make payment
to the third party based on the extent of your activity of conveying
the work, and under which the third party grants, to any of the
parties who would receive the covered work from you, a discriminatory
patent license (a) in connection with copies of the covered work
conveyed by you (or copies made from those copies), or (b) primarily
for and in connection with specific products or compilations that
contain the covered work, unless you entered into that arrangement,
or that patent license was granted, prior to 28 March 2007.

  Nothing in this License shall be construed as excluding or limiting
any implied license or other defenses to infringement that may
otherwise be available to you under applicable patent law.

  12. No Surrender of Others' Freedom.

  If conditions are imposed on you (whether by court order, agreement or
otherwise) that contradict the conditions of this License, they do not
excuse you from the conditions of this License.  If you cannot convey a
covered work so as to satisfy simultaneously your obligations under this
License and any other pertinent obligations, then as a consequence you may
not convey it at all.  For example, if you agree to terms that obligate you
to collect a royalty for further conveying from those to whom you convey
the Program, the only way you could satisfy both those terms and this
License would be to refrain entirely from conveying the Program.

  13. Use with the GNU Affero General Public License.

  Notwithstanding any other provision of this License, you have
permission to link or combine any covered work with a work licensed
under version 3 of the GNU Affero General Public License into a single
combined work, and to convey the resulting work.  The terms of this
License will continue to apply to the part which is the covered work,
but the special requirements of the GNU Affero General Public License,
section 13, concerning interaction through a network will apply to the
combination as such.

  14. Revised Versions of this License.

  The Free Software Foundation may publish revised and/or new versions of
the GNU General Public License from time to time.  Such new versions will
be similar in spirit to the present version, but may differ in detail to
address new problems or concerns.

  Each version is given a distinguishing version number.  If the
Program specifies that a certain numbered version of the GNU General
Public License "or any later version" applies to it, you have the
option of following the terms and conditions either of that numbered
version or of any later version published by the Free Software
Foundation.  If the Program does not specify a version number of the
GNU General Public License, you may choose any version ever published
by the Free Software Foundation.

  If the Program specifies that a proxy can decide which future
versions of the GNU General Public License can be used, that proxy's
public statement of acceptance of a version permanently authorizes you
to choose that version for the Program.

  Later license versions may give you additional or different
permissions.  However, no additional obligations are imposed on any
author or copyright holder as a result of your choosing to follow a
later version.

  15. Disclaimer of Warranty.

  THERE IS NO WARRANTY FOR THE PROGRAM, TO THE EXTENT PERMITTED BY
APPLICABLE LAW.  EXCEPT WHEN OTHERWISE STATED IN WRITING THE COPYRIGHT
HOLDERS AND/OR OTHER PARTIES PROVIDE THE PROGRAM "AS IS" WITHOUT WARRANTY
OF ANY KIND, EITHER EXPRESSED OR IMPLIED, INCLUDING, BUT NOT LIMITED TO,
THE IMPLIED WARRANTIES OF MERCHANTABILITY AND FITNESS FOR A PARTICULAR
PURPOSE.  THE ENTIRE RISK AS TO THE QUALITY AND PERFORMANCE OF THE PROGRAM
IS WITH YOU.  SHOULD THE PROGRAM PROVE DEFECTIVE, YOU ASSUME THE COST OF
ALL NECESSARY SERVICING, REPAIR OR CORRECTION.

  16. Limitation of Liability.

  IN NO EVENT UNLESS REQUIRED BY APPLICABLE LAW OR AGREED TO IN WRITING
WILL ANY COPYRIGHT HOLDER, OR ANY OTHER PARTY WHO MODIFIES AND/OR CONVEYS
THE PROGRAM AS PERMITTED ABOVE, BE LIABLE TO YOU FOR DAMAGES, INCLUDING ANY
GENERAL, SPECIAL, INCIDENTAL OR CONSEQUENTIAL DAMAGES ARISING OUT OF THE
USE OR INABILITY TO USE THE PROGRAM (INCLUDING BUT NOT LIMITED TO LOSS OF
DATA OR DATA BEING RENDERED INACCURATE OR LOSSES SUSTAINED BY YOU OR THIRD
PARTIES OR A FAILURE OF THE PROGRAM TO OPERATE WITH ANY OTHER PROGRAMS),
EVEN IF SUCH HOLDER OR OTHER PARTY HAS BEEN ADVISED OF THE POSSIBILITY OF
SUCH DAMAGES.

  17. Interpretation of Sections 15 and 16.

  If the disclaimer of warranty and limitation of liability provided
above cannot be given local legal effect according to their terms,
reviewing courts shall apply local law that most closely approximates
an absolute waiver of all civil liability in connection with the
Program, unless a warranty or assumption of liability accompanies a
copy of the Program in return for a fee.

                     END OF TERMS AND CONDITIONS

            How to Apply These Terms to Your New Programs

  If you develop a new program, and you want it to be of the greatest
possible use to the public, the best way to achieve this is to make it
free software which everyone can redistribute and change under these terms.

  To do so, attach the following notices to the program.  It is safest
to attach them to the start of each source file to most effectively
state the exclusion of warranty; and each file should have at least
the "copyright" line and a pointer to where the full notice is found.

    <one line to give the program's name and a brief idea of what it does.>
    Copyright (C) <year>  <name of author>

    This program is free software: you can redistribute it and/or modify
    it under the terms of the GNU General Public License as published by
    the Free Software Foundation, either version 3 of the License, or
    (at your option) any later version.

    This program is distributed in the hope that it will be useful,
    but WITHOUT ANY WARRANTY; without even the implied warranty of
    MERCHANTABILITY or FITNESS FOR A PARTICULAR PURPOSE.  See the
    GNU General Public License for more details.

    You should have received a copy of the GNU General Public License
    along with this program.  If not, see <http://www.gnu.org/licenses/>.

Also add information on how to contact you by electronic and paper mail.

  If the program does terminal interaction, make it output a short
notice like this when it starts in an interactive mode:

    <program>  Copyright (C) <year>  <name of author>
    This program comes with ABSOLUTELY NO WARRANTY; for details type `show w'.
    This is free software, and you are welcome to redistribute it
    under certain conditions; type `show c' for details.

The hypothetical commands `show w' and `show c' should show the appropriate
parts of the General Public License.  Of course, your program's commands
might be different; for a GUI interface, you would use an "about box".

  You should also get your employer (if you work as a programmer) or school,
if any, to sign a "copyright disclaimer" for the program, if necessary.
For more information on this, and how to apply and follow the GNU GPL, see
<http://www.gnu.org/licenses/>.

  The GNU General Public License does not permit incorporating your program
into proprietary programs.  If your program is a subroutine library, you
may consider it more useful to permit linking proprietary applications with
the library.  If this is what you want to do, use the GNU Lesser General
Public License instead of this License.  But first, please read
<http://www.gnu.org/philosophy/why-not-lgpl.html>.
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